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SUBJ: US-USSR ATOMIC ENERGY AGREEMENT: FAST BREEDER REACTOR 
JOINT COORDINATING COMMITTEE MEETING 

REF: 1. MOSCOW 12114 3. MOSCOW 12893 
2. MOSCOW 12703 

SCAE PROPOSAL THAT FIRST MEETING OF FBR COORDINATING 
COMMITTEE BE HELD SEPTEMBER 18-20 WITH US TEAM MAKING 
SITE VISITS DURING REMAINDER OF TWO WEEK STAY ACCEPTABLE 
TO AEC. WE PRESUME THAT MEETING SEPTEMBER 18-20 WILL 
BE IN MOSCOW. 

NAMES OF US MEMBERS OF DELEGATION AS FOLLOWS: 

MR. THOMAS A. NEMZEK. DIRECTOR, DIVISION OF REACTOR 
RESEARCH AND DEVELOPMENT, USAEC, WASHINGTON. HEAD OF 
DELEGATION; MR. EDWIN E. KINTNER, DEPUTY DIRECTOR, 

DIVISION OF REACTOR RESEARCH AND DEVELOPMENT, USAEC, 
WASHINGTON; DR. GEORGE W. CUNNINGHAM, ASSISTANT 
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REACTOR RESEARCH AND DEVELOPMENT, USAEC, WASHINGTON; 

DR. WILLIAM H. HANNUM, ASSISTANT DIRECTOR FOR REACTOR 
SAFETY. DIVISION OF REACTOR RESEARCH AND DEVELOPMENT, 
USAEC, WASHINGTON; MR. SAM F. IACOBELLIS, PRESIDENT, 

ATOMICS INTERNATIONAL DIVISION, ROCKWELL INTERNATIONAL 
CORPORATION, CANOGA PARK, CALIFORNIA; MR. ROBERT V. LANEY, 
DEPUTY DIRECTOR, OPERATIONS, ARGONNE NATIONAL LABORATORY, 
ARGONNE, ILLINOIS; MR. WILLIAM PENKOWSKY, FOREIGN 
AFFAIRS OFFICER, DIVISION OF INTERNATIONAL PROGRAMS, 

USAEC, WASHINGTON; DR. ROBERT B. RICHARDS, GENERAL 
MANAGER, FAST BREEDER REACTOR DEPARTMENT, GENERAL 
ELECTRIC COMPANY, SUNNYVALE, CALIFORNIA; MR. ALEXANDER 
SQUIRE, DIRECTOR, HANFORD ENGINEERING DEVELOPMENT 
LABORATORY, RICHLAND, WASHINGTON; MR. JOHN G. YEVICK, SENIOR 
TECHNICAL ASSISTANT, OFFICE OF ENERGY SYSTEMS ANALYSIS, 
DIVISION OF REACTOR RESEARCH AND DEVELOPMENT, USAEC, 
WASHINGTON. 

PROPOSED VISITS TO OBNINSK, SHEVCHENKO, BELOYARSK, 
DIMITROVGRAD ACCEPTABLE. HOWEVER, AEC REQUESTS 
ADDITION OF VISITS TO SODIUM COMPONENT TEST 
INSTALLATIONS INVOLVING FUEL HANDLING, HEAT EXCHANGERS, 
PUMPS, AND REACTOR COMPONENTS IN VIEW OF FACT THAT 
USSR TEAM WILL HAVE OPPORTUNITY TO SEE SUCH US 
FACILITIES FOLLOWING JOINT SEMINAR ON STEAM GENERATORS 
TO BE HELD THIS WINTER IN LOS ANGELES. 

US DELEGATION PLANS TO ARRIVE MOSCOW SEPTEMBER 17 AND 
DEPART OCTOBER 2. DETAILS WILL BE PROVIDED LATER. 

KISSINGER 
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